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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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SPECIFICATION FOR 
CAN WASHING TROUGH 

0. FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards Institution 
on 23 April 1963, after the draft finalized by the Dairy Industry Sectional 
Committee had been approved by the Agricultural and Food Products 
Division Council. 

0,2 The can washing trough is in use in small scale dairies for washing 
and cleaning the milk cans. It is designed to accommodate milk cans up 
to 50-litre capacity, one at a time. The trough consists of a galvanized 
tank supported on a mild steel frame provided with arrangements for 
injecting steam and a cock to drain out the used water. For the operation 
of the trough, steam and water supply should be available. 

0*3 Wherever a reference to any Indian Standard appears in this specifica- 
tion, it shall be taken as a reference to the latest version of the standard. 

0.4 Metric system has been adopted in India and all quantities and 
dimensions appearing in this standard have been given in this system. 

0.5 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, express- 
ing the result of a test, shall be rounded off in accordance with IS : 2-1960 
Rules for Rounding Off Numerical Values (Revised). The number of 
significant places retained in the rounded off value should be the same as 
that of the specified value in this standard. 

0.6 This standard is intended chiefly to cover the technical provisions 
relating to can washing trough, and it does not include all the necessary 
provisions of a contract. 



1* SCOPE 

1.1 This standard prescribes the important constructional details and 
dimensional requirements for a can washing trough which can handle milk 
cans conforming to *IS : 1825-1961 Specification for Aluminium Milk Cans 
or to ♦IS: 1373-1962 Specification for Tinned Mild Steel Milk Cans 
( Revised), one at a time. 



•Since revised. 
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2. MATERIALS 

2.1 The can washing trough shall be made of galvanized iron sheet and 
reinforced at the top edges with mild steel angles. The legs shall be made 
of mild steel pipe with mild steel feet. 

2.1.1 If the trough is galvanized after manufacture, then the trough shall 
be made of mild steel sheets, reinforced at the top with mild steel angle, 
with the legs made of mild steel pipe and the whole assembly galvanized 
after manufacture. 

3. SHAPE AND DIMENSIONS 

3.1 The can washing trough shall generally conform to the shape and 
dimensions shown in Fig. 1 . 

4. FABRICATION 

4.1 The can washing trough shall be fabricated by welding. The top 
edge of the trough shall be reinforced by a welded angle iron Frame. The 
branch for the steam inlet valve and the drain pipe shall be welded to the 
ends of the trough. The drain pipe shall be so located that the contents 
can be easily drained off. In the case of trough manufactured from 
galvanized iron sheet, the portions from where the zinc coat is removed 
while welding shall be coated with a good quality aluminium paint. The 
overflow branch shall be provided on that end of the trough where the 
drain cock is situated unless otherwise specified by the purchaser. 

4.2 Legs — The four mild steel tubular legs shall be welded to the angle 
iron frame. The leg shall be secured to the angle iron frame by bolts and 
nuts. The mild steel feet with rounded bottom shall be rigidly fitted to the 
bottom of the tubular legs. The cross ban shall be welded Co the pair of 
legs on either end. 

4.3 Steam Valve — A steam valve on the outside end of the socket with 
nipple and silencer on the inside end shall be fitted to the socket for the 
steam inlet valve provided on the trough. The steam valve shall be 
suitably designed for the purpose. It shall be provided with a silencer fitted 
inside the trough for reducing the hammering noise to the minimum. 

4.4 Drain Cock — A drain cock shall be fitted vertically or horizontally to 
the drain pipe fitted to the trough. 

4.5 Welds — All welds shall be sound, free from porosity and brittleness 
and shall be dressed smooth. 

5. FINISH 

5.1 All mild steel parts which are not galvanized shall be satisfactorily 
painted with aluminium paint. 
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6. TESTS 

6,1 The can washing trough with all the fittings in position shall be leak- 
proof. 

7. MARKING 

7.1 The can washing trough shall be marked legibly and permanently with 
the following particulars: 

a) Manufacturer's name or trade-mark or initials, and 

b) Manufacturer's identification, 

7.1.1 The can washing trough may also be marked with the ISI 
Certification Mark. 

Not* — The use of the ISI Certification Mark a governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act and the Rules and Regulations 
made thereunder* The ISI Mark on products co ver ed by an Indian Standard conveys 
the assurance that they have been produced to comply with the requirements of that 
standard under a well-defined system of inspection, testing and quality control which 
is devised and supervised by ISI and operated by the producer. ISI marked 
products are also continuously checked by ISI for conformity to that standard as a 
further safeguard* Details of conditions under which a licence for the use of the ISI 
Certification Mark may be granted to manufacturers or p r ocess or s, may be obtained 
from the Indian Standards Institution. 
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